CHEMISTRY   IN   AMERICA
Theodore G. Wormley (1826-1897) succeeded Robert E. Eogers as Professor of Chemistry in the Medical School of the University of Pennsylvania. His first professional appointment came in the year 1852, when he was elected to the Chair of Chemistry and Natural Science in the Capitol University, Columbus, Ohio. This position he held until July, 1865. During the same period he also held the professorship of Chemistry and Toxicology in Starling Medical College, to which he had been elected in 1854, and from which he resigned after twenty-three years of most satisfactory work. The hours not devoted to teaching or research were occupied in the discharge of appointments, for which his qualifications admirably fitted him, such as State Gas Commissioner of Ohio (1867-1875), and Chemist of the Geological Survey of Ohio (1869-1874). In both these positions he rendered most distinguished service, as is amply evidenced by the various State Reports in which his records are published.
His acknowledged reputation as a teacher and toxicolo-gist led to his election, on June 5, 1877, to the Chair of Chemistry and Toxicology in the Medical Department of the University of Pennsylvania, thereby becoming the direct and worthy successor of such eminent men as Benjamin Rush, James Hutchinson, James "Woodhouse, J. Redman Coxe, Robert Hare, and Robert E. Rogers. And here he continued until the morning of January 3,1897, when the final summons came, and the earnest, ever-active master laid aside the working tools of life to penetrate the veil which separates us and the present from the great hereafter.
The results of his researches appeared under the following titles:
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